ASTM STANDARDS FOR CARBON MONOXIDE 


1. C 288 : Test for Disintegration of Refractories in an Atmosphere of 

Carbon Monoxide 

2. D 2504 : Test for Noncondensable Gases in C 3 and Lighter Hydrocarbon 

Products by Gas Chromatography 

3. D 3162 : Test for Carbon Monoxide in the Atmosphere (Continuous Measure¬ 

ment by Nondispersive Infrared Spectrometry) 

4. D 3416 : Test for Total Hydrocarbons, Methane, and Carbon Monoxide (Gas 

Chromatographic Method) in the Atmosphere 
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